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PP Owe 
~ Loudness and Pitch 


By HARVEY FLETCHER 
Director of Physical Research 


USICIANS employ three 

terms to describe different 

aspects of the sensation they 
experience when listening to musical 
tones. These are pitch, loudness, and 
timbre, although the term quality, or 
tone color, is sometimes substituted 
for timbre. Most textbooks on phys- 
ics have taught that these psycholog- 
ical characteristics are related in a 
simple way to three corresponding 
physical quantities: frequency, in- 
tensity, and overtone structure. The 
relationship between pitch and fre- 
quency, and between loudness and in- 
tensity, has been thought to be one of 
direct correspondence: the pitch of 
each note corresponding to a definite 
frequency, and the loudness of each 
note to a definite intensity. The rela- 
tionship between harmonic structure 
and timbre has had no such simple 
formulation, but at least the timbre 
has been thought to depend on over- 
tone structure alone. Studies in these 
laboratories, however, have shown 
that no such simple relationships exist, 
that each of the psychological quan- 
tities—although depending chiefly on 
the corresponding physical quantity— 
actually depends on all three. That 
there has not been a strict one-to-one 
correspondence between loudness and 
intensity has been known for some 
time, but only recently has accurate 
quantitative data been obtained. Be- 
tween pitch and frequency, on the 
other hand, it is still generally thought 
that there is a strict one-to-one cor- 
respondence. 
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Frequency is the number of vibra- 
tions per second made by the sound 
source, such as a tuning fork or a 
violin string. Most musical tones, 
however, are composed of a series of 
frequencies which are multiples of the 
lowest or fundamental. For such 
tones the frequency of the funda- 
mental is considered as the frequency 
of the tone, while the number and 
magnitude of the harmonics produce 
the overtone structure that results in 
the perception of a definite timbre. 
The intensity of the tone is the power 
content of the air vibrations at the 
position where the listener hears the 
tone. 

Among musicians loudness is 
roughly gauged in seven steps running 
from ppp to fff. Such a scale is en- 
tirely inadequate for scientific studies, 
both because the steps are too large 
and because there is no definitely es- 
tablished reference loudness. To pro- 
vide a more suitable measuring scale, 
it has been the practice for some time 
in these laboratories to measure loud- — 
ness in terms of the power intensity of 
a pure tone at a frequency of 1000 
cycles per second. Because of the wide 
range of intensities to which the ear 
responds, it has been convenient to 
use a logarithmic scale of values. The 
use of such a scale is further justified 
because the minimum change in in- 
tensity that the ear can detect seems 
to follow more nearly a logarithmic 
than an arithmetic law. Moreover, 
since it is convenient to establish the 
zero of the scale near the lowest loud- 
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ness that can be detected, zero loud- 
ness is taken as that caused by the 
smallest audible intensity at a fre- 
quency of 1000 cycles, which is 10—16 
watts per square centimeter in a free 
air wave. 

At 1000 cycles the loudness level of 
a tone is defined as the logarithm of 
the ratio of the intensity of the tone 
to the basic intensity of 10~' watts 
per square centimeter. Thus if L is 
the loudness level of a 1000-cycle tone 
and I its intensity in watts per square 
centimeter, L=logl —log(10™*) or 
more briefly L=[logl+16]. For an 
intensity of 10- watts per square 
centimeter at 1000 cycles, therefore, 
the loudness level would be +2, and 
for one of 10~4 watts it would be +12, 
which is about the greatest intensity 
that the ear can tolerate without pain. 
Since the loudness level is defined as 
the logarithm of the ratio of two 
powers, the unit is the bel, and thus 
the loudness scale runs from o to 12 
bels, or from o to 120 


The heavy straight line running up 
at an angle of 45° to the right repre- 
sents a tone of 1000 cycles where by 
definition loudness level and intensity 
level are the same. This equality also 
holds very closely for all frequencies 
between 800 and 1800, and for fre- 
quencies from 500 to 6000 cycles 
there is no very great difference be- 
tween the loudness level and intensity 
level. At 30 cycles, however, the in- 
tensity must be raised to 64 db before 
the tone is audible, and above this the 
loudness increases rapidly—a 36 db 
increase in intensity causing a 100 db 
increase in loudness. 

To study the relationship between 
pitch and frequency, scales of pitch 
and frequency levels were established 
somewhat analogous to those of loud- 
ness and intensity. There is no natural 
scale of intensity, and thus logarithms 
to the base ten were employed, with 
the result that an intensity of level 4 
represents 10 times the power of one 
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INTENSITY LEVEL IN DECIBELS 


Fig. 1—Relationship between loudness and intensity levels 
for pure tones of various frequencies 
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of level 3. With pitch 
the situation is different, 
because there is a natu- 
ral pitch scale—the oc- 
tave. Two pure tones of 
the same loudness will 
be judged to be an oc- 
tave apart when one fre- 
quency is double that of 
the other. Thus for these 
scales it seemed desir- 
able to use logarithms 
to the base 2. As in de- 
fining loudness a con- 
stant frequency was 
selected for the reference 
tone, so in defining pitch 
a constant loudness 
level, that of 40 db has 
been selected. In select- 
ing a zero level of loud- 
ness, the lowest audible 
intensity of the test tone 
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INTENSITY LEVEL IN DECIBELS 


Fig. 3—The loudness of a group of harmonic tones of equal 
loudness is found to be greater than the sum of the loud- 
nesses of the individual tones 


was chosen, and a simi- 

lar procedure seemed desirable with 
pitch. It is also desirable to have the 
pitch scale based on international 
pitch, which assigns a frequency of 
440 cycles to A above middle C, and 
since a tempered scale is almost uni- 
versally used, C is the natural starting 
point. The zero of the pitch scale was 
thus taken as C four octaves below 
middle C, which corresponds to a 


frequency of 16.35 cycles per second. 
The pitch level of a tone of loudness 
level 40 is thus defined as the loga- 
rithm to the base 2 of the ratio of the 
frequency of the tone to 16.35 cycles; 
or if P stands for the pitch level of 
a tone of loudness level 40, then 

P =logef —log216.35. 
Frequency level, F, is defined in a 
similar manner; F =logef —logs16.35. 
As loudness level at a fre- 


quency of one thousand cycles 


is defined as equal to the inten- 
sity level, so pitch level at forty 


db loudness level is defined as 


° 


equal to the frequency level. 
At any other loudness level, 


pitch level is defined as the 


PITCH CHANGE IN OCTAVES 


frequency level of a tone of 
40 db, loudness level, that is 


PITCH CHANGE IN SEMI-TONES 


2 3 6 7 
FREQUENCY LEVEL IN OCTAVES 


Fig. 2—Relationship between pitch change and fre- 
quency level for pure tones of various loudness 
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judged equal to it in pitch. 
Since for both the frequency 
and pitch scales, logarithms to 
the base 2 are employed, the 
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unit is the octave rather than the bel, 
and the audible scale covers a range 
of about ten octaves. 

Until recently accurate studies of 
pitch at high loudness levels have been 
handicapped by the lack of suitable 
apparatus for producing very pure 
tones of high intensity. Such studies 
are now possible, however, by use of 
the apparatus developed for stereo- 
phonic, or auditory perspective, re- 
production.* Some of the results ob- 
tained are shown in Figure 2. Here 
the abscissas are frequency level and 
the ordinates, the difference between 
the pitch and frequency levels. Curves 
are drawn for tones of various loud- 
ness; the curve for 40 db loudness 
would by definition lie along the line 
of zero pitch change. 

The pitch changes indicated here 
are rather startling to those of us who 
have been accustomed to think of a 
definite frequency always correspond- 
ing to the same pitch. If for example 
middle C is sounded at a loudness 
level of 40, the frequency, on the 


international pitch scale we 
120 


ing to frequencies from 1050 to 2100) 
the changes in pitch with increasing 
loudness become negligible. For very 
high notes, however, for frequency 
levels above 8 (frequencies above 
4200) the pitch level increases slightly 
with increase in loudness. 

The results discussed above per- 
tain to pure tones, but studies were 
also made of complex tones of various 
types. The relationships between in- 
tensity level and loudness level for 
complex tones having ten equally in- 
tense harmonic components are given 
in Figures 3 and 4. The curve labelled 
1000, of Figure 3, for example, repre- 
sents the results for a tone having a 
fundamental frequency of 1000 c.p.s. 
and overtones having frequencies of 
2000, 3000, 4000, 5000, 6000, 7000, 
8000, gooo, and 10,000 c.p.s., all hav- 
ing the same intensity. The intensity 
level of the combined components is 
given by the abscissas and the result- 
ing loudness level by the ordinates. 
By adding the nine overtones to the 
1o0co-cycle pure tone the intensity 


are using, would be 262 cycles. 
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If this frequency were held 
constant but the loudness in- 
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creased from 40 to 80 db, the 


pitch level would drop o.1, 
more than a half tone, or to a 
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C. At this frequency an in- 
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*Recorp, May, 1933, p. 254. 
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Fig. 4—Relationships between loudness and inten- 
sities of groups of ten harmonic tones 
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The apparatus at the right automatically presents a sound to be measured and a thousand- 
cycle comparison tone; the observer, Miss F. Torpadie, records her judgment as to which 
of the two sounds is the louder 


level is raised 10 db, but the loudness 
level, it will be noticed, is increased 
nearly 30 db. In other words, increas- 
ing the overtone content of such a 
musical tone increases its loudness 
level much faster than one would ex- 
pect from the increase produced upon 
its intensity level. It is interesting to 
note from Figure 4 the very large in- 
crease in the loudness level of the 
100-cycle pure tone when an overtone 
structure is added to it. At an in- 
tensity level of 60 db, for example, the 
loudness level of the pure tone is 
slightly over 35 db. With the addition 
of nine overtones, however, the in- 
tensity level is increased ten db but 
the loudness level becomes 77 db—an 
increase of over 40 db. These results 
show why it is easy to increase the 
loudness of a musical tone by increas- 
ing its overtone content, a practice 
which is common in producing musi- 
cal tones. 
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Another fact that becomes evident 
from these curves is that the loudness 
is greater the greater the separation 
between the harmonic frequencies. 
This is plainly evident in Figure 4, 
but in Figure 3 the higher harmonics 
become less important when all are of 
equal intensity because of the decrease 
in loudness at the higher frequencies 
as shown by the dotted curves of 
Figure I. 

Many interesting phenomena in 
connection with the pitch of complex 
tones were also discovered. It was 
found, forexample, that while the pitch 
level of a pure tone of 200 cycles— 
a frequency level of 3.6—was low- 
ered .15 octaves as the loudness level 
was raised from 40 to 100 db (as 
shown in Figure 2), the pitch level of a 
complex tone composed of tones of 
frequencies of 200, 400, 600, 800 and 
1000, dropped only .o3 octave. At 
100 db loudness level, therefore, the 
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pure tone was at a pitch level of 3.46 
octaves and the complex tone at a level 
of 3.58 octaves—34 of a tone higher, 
and when the two were sounded suc- 
cessively this difference was plainly 
noticeable. With this difference in 
pitch it would be expected that if the 
two were sounded together they would 
be discordant, but such was not found 
to be the fact. The effect is to 
strengthen the fundamental, and to 
lower the pitch of the resultant tone 
to a level of 3.54 octaves. Whether or 
not two tones will be harmonious 
when sounded together depends there- 
fore on the frequency rather than on 
the pitch of the components. 
Although no quantitative measure- 
ments have been made upon the tim- 
bre of a musical tone, we know that it 
depends not only upon the overtone 
structure but also upon the intensity. 


If a violin tone, for example, is repro-— 
duced at a very much higher intensity 
than that at which it is usually heard, 
it will be very evident that the timbre 
is changed. A scale for representing 
timbre is now being worked out and it 
will be interesting to see if some quan- 
titative measurements similar to those 
reported under loudness and pitch 
can be made to describe the quality 
aspects of the tone. It is sufficient to 
say here that there is no doubt but 
that the results will show that timbre 
is dependent not only upon the over- 
tone structure but also upon the in- 
tensity and the pitch of the tone. It is 
thus a safe conclusion that each of the 
three psychological characteristics of a 
tone is dependent on all three of the 
physical characteristics, although the 
influence of one is predominant in 
each case. 


Inspecting the cathode of a mercury rectifier tube before sealing-in 
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High Frequency Resistance Standard 


By W. D. VOELKER 
Telephone Apparatus Development 


MONG the many problems as- 
sociated with the extension of 
communication channels into 

the carrier and radio frequency fields 
is that of redesigning measuring ap- 
paratus, originally intended for use at 
low frequencies, which for one reason 
or another does not function satis- 
factorily at higher frequencies. An ex- 
ample of this is the shielded adjust- 
able-resistance standard used in pre- 
cise measuring equipment. This stand- 
ard has been employed satisfactorily 
at audio frequencies for many years, 
but it showed large errors at radio 
frequencies. 

In general any resistor has an in- 
ductance, which depends on its ge- 
ometry, and capacitances both _be- 
tween the turns of the winding and 
between the winding as a whole and 
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the shield. These can be made small 
in absolute value by careful design, 
and in any event they have no effect 
on the accuracy of the results when 
the resistors are used in direct current 
circuits. When the units are used for 
alternating-current measurements, 
however, the effect of the capacitances 
and inductance increases in direct 
proportion to the frequency. In the 
standards that have been used in the 
past, the inductance and capacitance 
of the units have been small enough 
so that no objectionable errors were 
introduced when they were used on 
a-c circuits at frequencies up to and 
well beyond the voice range. At radio 
frequencies, however, the errors be- 
came considerable. 

The general effect of inductance 
and capacitance in a resistor used in 
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alternating current circuits is two- 
fold. The most obvious effect is the 
introduction of a shift in phase be- 
tween the current flowing through the 
resistor and the voltage impressed 
across its terminals. The second result 
is to produce a change in the actual 
effective resistance of the unit. Part 
of this change in resistance is due to 
“skin effect,” the tendency of the 
current to pass chiefly along the pe- 
riphery of the conductor, which can 
usually be made negligibly small by 
employing very small conductors. 
The remainder of the effect is more in- 
volved and is not so readily eliminated. 

The inductance and capacitance as- 
sociated with any resistor have the 
effect of making it a network when it 
is used in alternating current circuits. 
Although the actual disposition of the 
associated inductance and capacitance 
is complicated, it can be represented 
with sufficient accuracy by the net- 
work shown in Figure 1, where the in- 
ductance and capacitance are con- 


sidered as separate lumped units. 


When a direct-current potential is 
applied across the terminals a and b 
of such a network, the current that 
flows is E/R; there is no voltage drop 
across the ideal inductance L and no 
current flows through the ideal ca- 
pacitance C under steady state con- 


Fig. 1—A resistor, when used on alternating 

current circuits, becomes a network which 

may be approximately represented as shown 
above 


ditions. When an alternating poten- 
tial is applied across a and b, however, 
current flows both through C and 
through the L-R branch, and there is 
also a drop of potential across L. As a 
result the current is no longer E/R 
but depends on the relative values of 


R, L and C and in general takes dif- 


Fig. 2—A six-dial “rotor-decade” box provides sufficient resistance range for 
most measurements 
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ferent values for different frequencies. 

Such a resistor, if used for measure- 
ments on alternating current, there- 
fore, would have a different value of 
resistance at each frequency, even 
though L and C might compensate 
each other so that the phase angle 
would remain small. If, for example, R 
were 1000 ohms (d-c value), L were 
20 microhenrys, and C, 20 micro- 
microfarads, the phase angle of the 
network would remain negligibly small 
although at one kilocycle its resistance 


LT HT 


Fig. 3—Arrangement of resistance units in 
the “claw” type decade 


would be 1000 ohms and at 1000 kilo- 
cycles, it would be 1016 ohms. To 
avoid such effects it is necessary to 
make the associated inductances and 
capacitances so small that at the fre- 
quencies for which the resistor will be 
used their effects are negligible. These 
effects of alternating current had all 
been considered in the previous stand- 
ard to make it suitable for frequencies 
in the audible range, but to make the 
standard suitable for the higher radio 
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frequencies, a completely new design 
has been required. 

Size is an important factor when a 
resistor is to be used on alternating 
current since both inductance and ca- 
pacitance are proportional to the 
amount of conductor used. The pos- 
sible reduction in size is limited, how- 
ever, by the requirements for heat 
dissipation and mechanical strength, 
and the new resistors were reduced in 
size as far as was consistent with these 
limitations. 

In the new standard the low resist- 
ance elements consist of short strips 
of resistance material only 114 inches 
long, and the higher value resistors 
are of the woven-wire type shown in 
the headpiece. With this construction 
the resistance wire is woven back and 
forth through a warp of silk fibers. 
Since the current flows in opposite 
directions through adjacent strands 
of the wire woof, the inductance is 


Fig. 4—In the “‘rotor-decade” only one unit 
is in the circuit at a time 
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kept to very small values. Also the 
equivalent capacitance effective across 
the entire resistor is greatly reduced 
because the voltage across the capaci- 
tance between adjacent strands is only 
a small fraction of that across the 
entire resistor. When mounted in the 
complete standard these woven re- 
sistors are wrapped around a central 
spindle. 

Although these changes in the re- 
sistors have considerably improved 
the standard, the greatest gains have 
come from the use of a new switching 
arrangement known as the “rotor- 
decade” switch. Previous decade 
switches have employed ten resistors 
connected in series and all of the same 
resistance. A schematic of the ar- 
rangement is shown in Figure 3. As 
the contact arm is moved, the units 
are cut in or shorted out of the circuit 
as desired. The inductance and ca- 
pacitance characteristics of this dec- 
ade, however, are not satisfactory for 
use at high frequencies. Since each 
unit has an inductance, the total in- 
ductance introduced by the decade 
varies from step to step and may be- 
come quite high when most of the 
units are in the circuit. For precise 
high-frequency measurements, it is 
very desirable not only to have the 
total inductance low, but to have the 
change from step to step negligibly 
small. Moreover since the units are 
electrically connected together at all 
times, the capacitance to ground of 
such a decade is the sum of the capaci- 
tances to ground of all the individual 
units, and is thus relatively great 
compared to that of any one unit. 

In the “rotor-decade” switch, these 
disadvantages are eliminated by the 
constructign shown schematically in 
Figure 4. With this arrangement each 
unit is of different value, but only one 
is in the circuit at a time. The in- 
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ductance of all units of a decade are 
made as nearly the same as practi- 
cable and since there is never more 
than one unit in the circuit for each 
decade, the overall inductance and 
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Fig. 5—In the compensated decade, the 
overall reactance remains the same for all 
settings of the dial 


capacitance is kept small. In a six- 
decade box, therefore, such as shown 
in Figure 2, the total inductance is not 
only very small but remains very 
nearly constant regardless of the po- 
sitions of the individual dials. Because 
of its low overall inductance, this 
standard may be used for high- 
frequency measurements of ordinary 
precision without calibration, that is 
without applying corrections depend- 
ing on the settings of the various dec- 
ades. For very precise work, how- 
ever, corrections must be applied for 
each setting of each of the six decades. 

These corrections, although essen- 
tial for very precise measurements, 
retard the measuring procedure. To 
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Fig. 6—In the compensated decade each resistance unit is of the same size, shown 
pendant from the upper section of the unit. The compensating inductances are shown 
around the lower part of the decade 


simplify the calibration, a modifica- 
tion of the rotor-decade resistance box 
was developed which eliminates the 
necessity of applying a calibration to 
the three lower resistance decades. 
The total inductance of the box, how- 
ever, is greater than that of the 
straight rotor-decade box, but for 
many purposes a somewhat greater 
total inductance can be tolerated. 

In the modified rotor-decade box, 
the three higher resistance decades 
are identical with those of the straight 
rotor-decade, and a calibration for 
them is required. The three lower re- 
sistance decades are arranged as 
shown in the schematic of Figure 5. 
The appearance of this compensated 
box is shown in Figure 6. 

The units are all of the same re- 
sistance and are connected in series as 
in the earlier type decade with the 
claw switch. In series with the re- 
sistance units is an equal number of 
small coils of negligible resistance but 
each with an inductance equal to that 
of one of the resistance units. When 
all of the resistance units are in the 
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circuit, all of the inductance units are 
out, and thus the total inductance is 
equal to that of the ten resistance 
units. When one of the resistance units 
is removed, one of the inductance 
units is inserted to compensate for 
the inductance taken out by the re- 
moval of a resistance unit. With this 
arrangement therefore not only is the 
total inductance of the decade always 
the same but the change from step to 
step is negligible. The field of use for 
this modified unit is where the nature 
of the work requires a calibration to 
be made, and where a slightly greater 
overall inductance is of no great detri- 
ment. Under these conditions, the 
operation of this resistance box is 
simplified because no calibration is 
needed for the three lower units. 

As a result of this new development 
two new types of resistance boxes have 
been made available for precise high- 
frequency work. Each has a range of 
from o to 11,111.10 ohms. Their de- 
sirable characteristics have caused 
them to find many applications in the 
field of high-frequency measurements. 
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Evaluation of Organic Finishes 
By C. C. HIPKINS 


Chemical Laboratories 


S a rule, the standard finishes 
employed on telephone appa- 
ratus are of relatively high 

quality, particularly in respect to dur- 
ability and resistance to mechanical 
stress, for the requirements placed 
upon them are often severe. Usually a 
finish must afford enduring protec- 
tion against corroding environments, 
and provide the desired appearance as 
well. Some are also required to resist 
a particular deteriorating influence. 
Finishes on parts which are frequently 
handled must be unaffected by the 
action of perspiration. Equipment in 
battery rooms must be protected by 
finishes which resist the attack of 
acid. Soil stresses and constant im- 
mersion in water must be prevented 
from deteriorating equipment in- 
stalled underground. Some finishes 
must furthermore maintain high elec- 
trical resistance under prolonged con- 
ditions of high humidity. It is startling 
to realize that the finishes, called upon 
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to compensate for many of the in- 
herent deficiencies of the base ma- 
terials by satisfactorily fulfilling these 
requirements, are usually no more 
than one-thousandth inch thick. 

To give a satisfactory account of 
itself in service, each of these finishes, 
no matter what its special require- 
ments may be, must adhere well to its 
base and resist the abrasion, impact, 
bending and stretching that it suffers 
in its normal service. In evaluating a 
finish, it is these properties that must 
usually be most accurately deter- 
mined. Moreover, it is especially im- 
portant to make certain that a finish 
will retain these desirable properties 
over a long time. 

During the past few years, tools 
have been developed by which most 
of these properties may be quanti- 
tatively measured. With their aid, 
even when the complex chemical 
changes which constitute the aging of 
a finish remain unknown, the accom- 
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panying physical 
changes can be closely 
followed. By a syste- 
matic scheme of em- 
ploying these tools, it 
is now possible to com- 
bine speed with relia- 
bility, and to predict 
the failure of a finish 
long before failure be- 
comes visible, by ex- 
trapolation of curves 
showing the rate of 
change of each prop- 
erty measured. 

To accomplish this, 
several precautions 
must be observed. The 
thickness of the test 
coating of finish must 
be controlled and 
known, and the tests must be per- 
formed under controlled conditions of 


Fig. 1—To determine its resistance to mild 
abrasion, a film of finish is exposed to a 
blast of carborundum particles. H. C. 
Theuerer is removing a coated panel for 
examination after the test 
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Fig. 2—A. Mendizza determines the “impact value’ of the 
finish by slowly turning a coated panel and subjecting it 
to successively harder blows by a steel ball 


temperature and humidity. If the ag- 
ing of the finish is artificially accel- 
erated, as is usually the case, the ex- 
posure conditions between the occa- 
sions of test must be reproducible. 
Under exposure conditions so con- 
trolled, observations of the rate of 
change in physical properties with 
time gives a complete picture of the 
deterioration. The time axis of degra- 
dation can be made flexible by using 
aging conditions which are either 
drastic or mild. 

The procedure which was followed 
in evaluating a number of black lac- 
quer enamels, to be used for refinish- 
ing desk-stand telephone bases, is 
illustrative. Several panels were fin- 
ished to the same thickness with the 
various enamels by “spin-coating” 
them on a centrifugal device which ro- 
tates the panels so as to throw off the 
excess of newly applied, unset enamel. 
The finishes were then dried under the 
proper conditions and allowed to 
mature for a time. Since the materials 
finally selected must withstand per- 
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spiration attack, those not resistant to 
this influence were eliminated by a 
simple “‘body-contact”’ test, in which 
the finishes were held in contact with 
the skin for one week by means of a 
belt worn next to the body. The re- 
maining enamels were subjected to a 
series of physical tests, at various 
times in the course of aging under con- 
trolled exposure conditions. 

The tests were performed at the 
same temperature and humidity, and 
twenty-four hours were allowed for 
the panels to reach equilibrium with 
the test conditions. The properties 
measured include hardness, flexibility, 
and resistance to impact and abrasion. 
After an initial set of tests, the panels 
were exposed to a severe aging envi- 
ronment. At stated intervals duplicate 
sets of panels were equilibrated with 
the same test conditions and sub- 
jected to the same tests. Almost in- 
variably the various materials showed 
large differences, not only in their 
initial levels of quality but in their 
rates of decline from the starting 
levels. The materials could then be 
selected for finishing telephone mount- 
ings on the basis of their levels of 
qualities and their aging character- 
istics. 

The resistance of finishes to mild 
abrasion is determined by the instru- 
ment shown in Figure 1. A definite 
velocity is imparted to carborundum 
particles of a certain size by a con- 
trolled air stream flowing through a 
nozzle in which the air and the par- 
ticles are thoroughly mixed. The blast 
of particles is directed against the 
finish under test, and the total weight 
of particles required to wear through 
the film is taken as a measure of the 
abrasion resistance of the finish. The 
weight of carborundum necessary to 
wear through one-thousandth inch of 
the finish is then calculated so as to fur- 
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nish a quantitative “abrasion value.” 

In the impact test, the panel is 
secured to a horizontal base, as shown 
in Figure 2, and is subjected to blows 
by a case-hardened steel ball on a 
short arm, which pivots on the end of 
a longer arm rotating at a constantly 


Fig. 3—The mandrel test, in the refined 


form here being used by H. E. Van Siclen, 


is a valuable means for determining the 


Jlexibility and adhesion of a finish 


increasing speed. The “impact value” 
is taken as the r.p.m. of the ball at the 
point where the finish is first removed 
from the panel. 

The behavior of coatings under the 
impact test may be characterized as 
brittle or plastic. Brittle materials are 
worn away by pulverization; if, in ad- 
dition, the adhesion is poor, large 
flakes of the coating are shattered off 
when the end point is reached. Plastic 
materials, on the other hand, do not 
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fail so distinctly; the coating gradually 
flows away from the point of impact, 
and the end point depends on the 
malleability of the coating and its 
adhesion to the base material. 

To measure flexibility, the com- 
monly used “mandrel” test has proved 
valuable when refined to give quanti- 
tative results. In this test the coated 
panel is clamped at one end so that the 
free end may be bent about a cylinder 
of a definite radius. The instrument 
shown in Figure 3, constructed in 
these Laboratories, permits metal 
panels of thicknesses up to one- 
sixteenth inch to be bent closely 
around any one of six mandrels with 
diameters ranging from one-eighth to 
one inch. By this means an area of the 
finish is elongated by an amount de- 
pending upon the size of the mandrel 
and the thickness of the panel. The 
distensibility of a finish is expressed 


as the maximum per cent elongation 
which it will withstand without crack- 
ing or flaking. This test also indicates 
the degree of adhesion of the coating 
to the base metal, as shown in the 
headpiece. Some finishes, when 
stretched to the point of cracking, en- 
tirely loosen from the base, others 
may be removed with ease by the fin- 
ger nail, and still others can be re- 
moved only with difficulty or not at all. 

Since this general method of evalu- 
ating finishes was adopted, it has been 
found that finishes rated as superior 
by these tests are the most durable in 
actual service. This relation makes 
possible a quicker and more inform- 
ative evaluation of finishes than can 
be obtained by exposing them to the 
elements. Evaluations which might 
otherwise require years of observation 
can now often be made in as many 
months. 


Laboratory measurements being made by F. F. Scanlon of Special 
Products Development on ultra-high frequency police car radio re- 
ceiver which covers a frequency band from 30 to 42 megacycles. 
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Gangs of shielded coils 
and condensers, in a 
Western Electric radio 
receiver. 


I] 


Types of paired wire 
used to furnish small ad- 
justable capacitances. 


III 


Battery of air-cooled 
rectifier tubes in a five- 
kilowatt amplifier; part 
of a modern broadcasting 
transmitter. 


IV 


Western Electric radio 
telephone equipment in 
the trawler Flow, at sea 
off Boston. 


News of the Month 


TELEPHONE SERVICE OPENED 
TO JAPAN 

Overseas telephone service from the 
United States to Japan was inaugurated 
on December 7. Japan, with its 480,000 
telephones, is the sixtieth foreign country 
to be brought within voice range of the 
United States. The Bell System’s trans- 
mitting station is located at Dixon, Cali- 
fornia, while the receiving station is at 
Point Reyes, about forty miles north of 
San Francisco. Wavelengths employed 
vary from fourteen to forty-five meters. 
G. W. Gilman has been in Tokyo for over 
a year on the technical phases of the in- 
stallation for the Laboratories and has 
also represented the Long Lines of the 
A. T. & T. Company on the operating 
problems involved. Shortly, Mr. Gilman 
will go to Manila to make transmission 
measurements between the Dixon station 
and the Philippine Islands. 


DR. JEWETT HONORED BY 
JAPANESE INSTITUTE 

“Denki-Gakkwal,” the Institute of 
Electrical Engineers of Japan, at its 
Officers’ Conference held on October 18, 
1934 passed a resolution electing Dr. 
Kk. B. Jewett to honorary membership. 
The badge of honorary membership and 
diploma were awarded to Dr. Jewett in 
absentia at a ceremony held in Tokyo on 
November 7 before an audience of 700 
people including the officers, past-presi- 
dents and members of the Institute as 
well as of other Societies and Institutes. 


COLLOQUIUM 
I’. C. Nix spoke on Loss and Restoration 
of Photoconductivity in Red Mercuric Lo- 
dide at the November 19 meeting of the 
Colloquium. He said that single crystals 
of red mercuric iodide, which normally 


display photo-sensitivity when precipi- 
tated, lose their photo-sensitivity on 
ageing. This loss is accompanied by a 
change from the mono- to the polycrys- 
talline fibrous state with considerable 
randomness of orientation of the indi- 
vidual crystallites. 


Setic Hecut of Columbia University 
addressed the Colloquium on December 3 
on The Nature of Visual Flicker. Previous 
data on flicker have covered only a small 
portion of the visible range of intensities 
and have not recorded the phenomena as 
a whole. Recent measurements made by 
Professor Hecht cover the entire visual 
range under a variety of conditions of in- 
tensity, color and retinal location. A 
number of unsuspected _ regularities, 
brought out by the new data, make 
possible a theoretical formulation. 


DESIGNING HIGH POWER 
LOUD SPEAKERS 


In DEALING with reproducing devices to 
deliver hundreds of watts of sound, it is 
necessary for the designer to adopt the 
viewpoint of the power engineer. It is only 
from such a position that the new require- 
ments which are encountered of greater 
power capacity and higher efficiency can 
be obtained. In the recent work on high- 
power announcing systems, such as was 
used on the U.S. Coast Guard Tampa, 
described in the November REcorp, it was 
necessary to project design efforts far be- 
yond any previous experience. 

In this work a loud speaker was desired 
capable of generating 5co watts of sound 
in order that a speaker’s voice should over- 
ride a din of noise and travel large dis- 
tances. If the loud speaker had the usual 
conversion efficiency of five to ten per 
cent the associated amplifier would have a 
capacity of five to ten kilowatts. Such 
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an amplifier would be expensive in first 
cost and in operation and would require 
excessive space. 

By judicious choice of constants and 
materials, the efficiency for the frequency 
range of most interest from the stand- 
point of loudness was raised to about 
seventy-five per cent as a result of which 
an amplifier of 1000-watts capacity was 
ample. 

An interesting feature of this particular 
loud speaker is the fact that the force of 
the driving coil against the diaphragm at 
full output is about fifty pounds or twen- 


Appearance of diaphragm for a high-power 
announcing system when tested to 
destruction 


ty times that of any standardized West- 
ern Electric loud speaker. The sound pres- 
sure is about 7,000 dynes per square centi- 
meter or about twenty million times as 
much as is required to register in the 
human ear. 

The speaker is of the dynamic type in 
which a coil attached to the diaphragm is 
located in a steady magnetic field. The 
coil has to radiate 500 or more watts as 
heat without softening the cement hold- 
ing the diaphragm assembly together. 
This, together with the large sound power 
capacity, makes it necessary to use a large 
diaphragm of considerable thickness. 


What happens to one of these diaphragms 
when tested to destruction is shown in the 
accompanying illustration. 


NEWS NOTES 


T. H. Guerricu spent several weeks in 
Hawthorne discussing the manufacture of 
new sound picture equipment. 


F. M. Ryan and J. G. Norpau visited 
Washington to discuss several radio 
projects with members of the Bureau of 
Engineering of the Navy Department. 


W. L. Biack was also in Washington to 
confer with members of the Bureau of 
Engineering of the Navy Department on 
speech input equipment. 

Unpber THE direction of A. B. Bailey 
and W. K. Caughey, the ultra high- 
frequency radio transmitting equipment 
at the Newark Police Radio Station was 
completed with the installation of a soo- 
watt amplifier. This project also involves 
over forty ultra high-frequency radio re- 
ceivers which were installed in police 
patrol cars and precinct station houses 
under the supervision of Mr. Bailey, as 
described in the last issue of the Recorp. 


E. L. Owens inspected at Philadelphia 
the studio speech-input equipment at 
Station KYW. 


G. N. Tuayer and J. W. Smiru visited 
Washington in connection with a naval 
radio installation. 


W. E. and F. B. WoopwortH 
traveled to Boston for a marine telephone 
installation. 


A. R. Brooks presented a paper, Some 
Practical Applications of Aircraft Radio, at 
a general meeting of the New York section 


of the A.I.E.E. that was devoted to “ Ad- 
vances in Aeronautical Engineering.” 


Fk. W. Cunnincuam described police 
radio systems to the mayors and _ police 
commissioners of Monmouth County at a 
meeting held at Red Bank, New Jersey. 


E. B. WHEELER visited Hawthorne re- 
cently to discuss problems relating to the 
manufacture of enamel wire and switch- 
board lamps. 
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Tuomas Aucustus Watson, 1854-1934 
Associated with Alexander Graham Bell during his early telephone experiments, Mr. 
Watson fashioned with his own hands all of Dr. Bell’s earliest models and later con- 
tributed a number of important developments to the telephone system. 


ve 


Location of strain gauges on cable for 
sheath tests in New Fersey 


In AN ATTEMPT to correlate laboratory 
fatigue studies of lead cable sheath alloys 
with the stresses actually imparted to 
cable sheath in the field, an investigation 
of stress in aerial cable has recently been 
made. A site was chosen on United States 
Route 22 between Bound Brook and 
Somerville where equipment was set up 
and oscillographs obtained showing the 
stress variations which occurred over a 
period of twenty-four hours due to wind 
sway, truck vibrations and temperature 
fluctuation. Members of the Laboratories 
who cooperated on these tests were W. J. 
Farmer, C. H. Greenall, A. E. Melhose, 
H. EF. Vaughan and FE. W. Waters. V. H. 
McClain of the New Jersey Bell Tele- 
phone Company also assisted. Others who 
inspected the work being done were J. A. 
Carr, J. P. Guerard, J. W. Kennard, F. 
B. Livingston and J. R. Townsend of the 
Lakoratories and H. M. Benham and B. 
P. Rosser of the New Jersey Bell. 

W. H. Epwarps and R. GueENTHER 
conferred with the engineers of the 
Southern New England Telephone Com- 


pany at New Haven on field trials of a 
newly designed ringer and other new sta- 
tion apparatus. Mr. Guenther remained 
to conduct these trials in cooperation 
with the telephone company’s engineers. 

J. H. Bower has been in the Cleveland 
and Fremont, Ohio, plants of the National 
Carbon Company in connection with the 
manufacture of dry batteries for the Bell 
System. 

J. C. Wricur and N. INs.Ley were at 
the Bureau of Standards to discuss life 
testing of lamps. 

AN INVESTIGATION of high pressure air 
cleaning of telephone apparatus was made 
at one of the central offices of the New 
Jersey Bell Telephone Company in New- 
ark by L. N. Hampton, G. H. Downes, O. 
C. Eliason and FE. G. Hilyard, with G. W. 
Kuhn and W. V. Kahler of the A. T. & T. 
Company. 

J. F. Batpwin and G. A. Rircuie 
visited Kearny Works for a discussion of 
problems connected with the manufacture 
of universal keys. F. A. Kuntz was also 
at Kearny on the manufacture of open- 
type telephone booths. 

W. H. S. Youry and L. H. Camepetr 
have been to Albany and Syracuse in con- 
nection with automotive finishes. 

C. D. Hocker attended the October in- 
spection meeting of the A.S.T.M. Com- 
mittees at Pittsburgh, State College, 
Altoona, and Sandy Hook for the purpose 
of examining galvanized sheet and hard- 
ware samples exposed on test racks in 
those localities. 

C. H. Amapon has been in Virginia con- 
tinuing his observations of creosoted pine 
poles in service. 

B. Livincsron visited Providence to 
observe the handling of a new type of 
cable which was furnished on a commer- 
cial order. 


W. A. SHEWHART presented a paper, 
Aspects of Quality Control, before the 
quality control session of the annual con- 
vention of the A.S.M.E. held in the Engi- 
neering Societies’ Building in New York. 

R. R. Wititams gave a talk on Water 
as a Factor in the Communication Industry, 
at a meeting of the Delaware section 
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of the American Chemical Society in 
Wilmington. 

C. S. FuLLER and F. E. Haworrtu have 
returned from Cornell University where 
they have been doing special research 
work on X-ray technique with Professor 
J. R. Katz of the University of Amsterdam. 

W. A. YaGceER attended the dielectric 
symposium of the National Research 
Council at Urbana, Illinois. 

H. E. Ives attended a meeting of the 
National Academy of Science at Cleveland. 

Dr. Ives also attended a meeting of 
the executive committee, division of 
Physical Sciences, of the National Re- 
search Council in Washington, November 
twenty-third. 

F. Kincsspury attended, on Novem- 
ber 12th, a meeting of the Television 
Committee of the Radio Manufacturers’ 
Association in Rochester during the 
Institute of Radio Engineers convention. 

Merriam, L. M. KLenk and R. 
W. Frius were in Green Harbor and 
Provincetown during the month of 
November, making tests on the Pro- 
vincetown-Green Harbor ultra-short- 
wave circuit. 

H. E. MENDENHALL attended a meeting 
of the Institute of Radio 
Engineers in Rochester. 
While there he also 
visited the Stromberg- 
Carlson Broadcasting 
Company. 

C. H. Prescorr and 
M. F. JAMEson were in 
New Haven to make tests 
on vacuum tubes that are 
on service trial there. 

J. P. Latco visited the 
Corning Glass Works on 
glass problems relative 
to vacuum de- 
velopment. 

H.FLercuer and H.B. 
ELy attended a meeting 
of the Franklin Institute 
in Philadelphia. 


Laboratories, N. F. Schlaack and K. L. 
King described recent tests of single side- 
band circuits for transatlantic short-wave 
communication systems. At a_ special 
meeting held later in the month, R. A. 
Heising discussed interesting features of 
his recent trip to Europe where he at- 
tended conferences of the U.R.S.I. and 
C.C.1.R. in London and Lisbon respec- 
tively and traveled through Germany, 
Holland and France investigating recent 
technical developments in radio. 

THE INSPECTION of telephotography 
equipment took J. R. Stone to the Elec- 
tric Specialty Company in Stamford and 
J. L. Larew to the office of the Phila- 
delphia Bulletin. 

W. F. Matone visited Atlanta to in- 
spect new sealed terminals for toll cables. 

P. W. Wapswortu was in Reading for 
several days testing the voice frequency 
selective signalling system for use on full 
period talking circuits. 

C. E. Cxiurrs visited several central 
offices near Harrisburg investigating toll 
testing facilities for small offices. 

C. C. Tay.or was in Boston observing 
the service of the harbor craft radio 


system. 


Ar tHE NovemsBer_ Part of group cooperating in cable sheath tests. Left to right, 
meeting of the RadioCol- Messrs. Carroll, Mohlia, Farmer, Vaughan, Melhose and 


loquium, held at the Deal 


Greenall, 
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H. F. SHorrstatyt and H. I. Romnes 
were in Allentown and Morristown test- 
ing improvements in pilot wire regulators. 
FF. S. Entz and L. L. Glezen spent several 
days at York on similar work. 


A. C. THompson in Philadelphia and in 
Reading conducted field tests on a new 
selective signalling system for bridging 
stations on full-period talking circuits. 

B. C. BELLows attended a traffic con- 
ference in Detroit with the Michigan Bell 
Telephone Company. 

D. L. Moopy and R. R. Swatn with J. 
L. Lawes of the A. T. & T. Company 
visited New Haven, Hartford, Springfield 
and Worcester and spent several days in 
Boston conferring with the Southern New 
England Telephone Company and _ the 
New England Telephone and Telegraph 
Company on their toll line dialing program. 

W. T. WintrinGHaM attended a meet- 
ing of the Institute of Radio Engineers at 
Rochester, N. Y. 

J. Mattetr completed, during Novem- 
ber, his schedule of interference measure- 
ments on both the aerial and underground 
small-sized coaxial conductor system at 
Phoenixville. 

H. B. Coxueap recently completed a 
twelve-day trip on the trawler Whalen off 
Boston in connection with trials of radio- 
telephone and radiocompass equipment. 

L. Espenscutep and B. W. KENDALL 
recently conducted Colonel A. S. Angwin 
and G. J. S. Little of the British Post 
Office to the Graybar-Varick building to 
inspect some recently designed privacy 
apparatus for transoceanic radio service. 
The new long wave radio receiving set 
which is on the same floor was also in- 
spected. Colonel Angwin was then taken 
to the Maritime Exhibition in New York 
to see the new 50-watt marine radio- 
telephone set for trawlers and the radio 
compass. Mr. Little, accompanied by 
H. A. Affel and R. A. Leconte, inspected 
the trial installation of the cable carrier 
equipment at Morristown and Pleasant 
Grove. 

Other recent foreign visitors were V. 
Shostakovitch, head of radio develop- 
ment in Soviet Russia, who, with three 


associates, has been studying radio de- 
velopments in America. They inspected 
the radio stations at Lawrenceville and 
Netcong. S. S. Namba, of the Ministry of 
Communications, Tokyo, en route to 
Japan after having attended the Lisbon 
conference of the CCIR, also visited 
these same stations. 


OscILLOGRAPHIC observations of in- 
duced voltage in telephone circuits in the 
vicinity of Cape May Courthouse, New 
Jersey, were made by J. M. Dunham, E. 
I’. Vaage and O. D. Grismore. 

R. M. Hawexorre has been in Cincin- 
nati where, in cooperation with the Crosley 
Radio Corporation, the Union Gas and 
Electric Company and the Cincinnati and 
Suburban Telephone Company, he has 
conducted tests relating to the inductive 
coordination of telephone circuits with the 
a-c supply circuit to radio station WLW. 
One of the factors in the problem has 
been the distortion of wave shape on the 
power circuit by the rectifiers associated 
with the radio transmitter. The recent 
study included tests of the effectiveness « f 
a group of resonant shunts located at the 
radio station as a coordinative measure. 

C. C. Casu spent a day at the Perth 
Amboy central office, conferring with 
representatives of the New Jersey Bell 
Telephone Company on problems en- 
countered there. 

J. C. Davenport, Jr. and GEorGE 
WascHecK are making studies near 
Atlanta of earth resistivity and of mutual 
impedance, or coupling, between neigh- 
boring power and telephone circuits. Mr. 
Wascheck also made a survey of earth 
resistivity near Glens Falls, New York. 

G. F. Arwoop, who retired from the 
Laboratories in 1932 after nearly twenty- 
nine years of service, died at his home in 
West Orange on November 21. At the time 
of his retirement, Mr. Atwood was in 
charge of the precision room of the de- 
velopment shop. 

THe Miniature Camera of New 
York heard a talk by P. B. Findley on 
Feditorial Requirements for Technical Pho- 
tographs. Pictures from Bett Lapora- 
Trortes Record were used to illustrate 
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how such points of pictorial composition 
as balance, rhythm, unity and harmony 
can add interest to pictures of apparatus. 
E. W. Apams and W. L. Dawson were 
at the Patent Office in Washington in 
connection with patent matters. 
G. F. Heverman attended a hearing 
before the Board of Appealsin Washington. 
AFTER GRADUATING from Pratt Insti- 
tute in 1908, William H. Bendernagel be- 
came affiliated with the Bell System 
through the Plant Department of the 
New York Telephone Company where he 
served as night wire chief for a year. 
Leaving the telephone company for a day 
position, he became a power installation 
inspector for the Brooklyn Edison Com- 
pany. Desirous of more experience in the 
telephone field, he finally left the Edison 
Company and joined the Western Electric 
Company Installation Department as a 
central office inspector and tester. He 
later transferred to the Engineering De- 
partment as a circuit design engineer, and 
became actively engaged in the develop- 
ment of the electromagnetic type of 
voice repeaters and the initial carrier 
telephone and telegraph and radio tele- 
phone terminating circuits. When field 
development work expanded on this type 
of equipment, he transferred to the trial 
installation group of which he is still a 
member. Among the projects with which 
he has been associated are the first carrier 


telephone and telegraph, the transatlantic 
radio telephone, and the transcontinental 
radio program transmission systems. On 
the eighteenth of November Mr. Bender- 
nagel received a five-star service emblem. 

Joun S. Garvin spent the first half of 
the year 1905 working for the American 
Telephone & Telegraph Company as a 
night operator in a toll office. He left to 
continue his education, and on graduating 
from the University of Kentucky in 
1910 immediately went to Chicago to join 
the Western Electric Company. After 
spending a year in the Student Course 
which took him on several installation 
jobs in the Middle-West, he came to 
New York as the thirteenth member of 
the transmission branch of the Engineer- 
ing Department. During the next few 
years he worked on the development of 
transmitters and receivers, the standardi- 
zation of loud speakers, and the investi- 
gation of competitive telephone appa- 
ratus. An interesting part of this work 
was the preparation of the instruments 
used in the first transcontinental tele- 
phone demonstration in 1915 and in the 
demonstration of radio telephone com- 
munication from Paris to Honolulu the 
following year. In 1917 he joined the 
relay apparatus development group with 
which he has since been continuously 
connected, except for a year spent on the 
development of radio ground stations 


William H. Bendernagel 


Fohn Garvin 


Granville Matthews 
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during the War. He has been intimately 
concerned with the many improvements 
in relays which have since taken place, 
and for the past several years has super- 
vised a group devoted to general engi- 
neering on electromagnetic apparatus. 
On the twentieth of November he re- 
ceived a five-star service emblem. 

On THE twenty-eighth of last month 
Granville Matthews completed a quarter 
century of continuous service in the 
Western Electric Company and _ these 
Laboratories. Mr. Matthews has been at 
West Street ever since he joined the com- 
pany in 1gog. After a year as a messenger 
for the development report files, he en- 
tered the physical laboratory to perform 
clerical and other work, and was soon as- 
signed to the power room, which was then 
a part of that organization. Later he took 
over the records of the Central Instrument 
Bureau, then the operation of the refriger- 
ating and humidifying equipment for ex- 
perimental use, and in 1921 order service 
for the physical laboratory. In the mean- 
time, the power room was transferred to 
the plant department, and in 1927 the 
other services were transferred to other 
branches of the staff department. When 
many of these services were transferred 
back to the apparatus development organ- 
ization two years later, Mr. Matthews 
remained with the general service depart- 
ment as head of the Central Instrument 
Bureau. He has also during the past five 
years made a special study of the mer- 
chandise groups, and has supervised sev- 
eral of them on occasions during vacation 
periods and emergencies. 

On Novemser 15, Samuel B. Williams 
received a six-star service emblem, sym- 


bolizing his completion of thirty years of 
service in the Bell System. Mr. Williams’ 
telephone career, from his early connec- 
tion with the Central Union Telephone 
Company to his present position in the 
Systems Development Department, was 
described in the Recorp for July 1930, on 
the occasion of his twenty-fifth service 
anniversary. As Fundamental Develop- 
ment Engineer he is engaged in develop- 
ment of circuits and systems for the inter- 
connection of telephone lines. 


On THE seventh of last month William 
A. Knoop completed twenty years of 
service in the Bell System. 


Durinc THE MontHs of October and 
November patents were issued to the 
following members of the Laboratories: 


W. M. Bacon I. Kuchas 

W. M. Beaumont IF. A. Kuntz 

J. A. Becker F. B. Llewellyn 
L. G. Bostwick G. A. Locke 

E. T. Burton G. E. Long 

T. G. Castner M. B. Long 

D. F. Ciccolella G. R. Lum 


J. E. Clark R. F. Mallina (2) 
A. I. Crawford D. Mitchell (2) 
C. Depew E. R. Morton 

L. A. Dorff H. Nyquist 
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The Six-String Oscillograph 


By A. M. CURTIS 


HEN the first model of the 

rapid record oscillograph* 

was designed in 1929, it 
appeared that an instrument capable 
of recording simultaneously three cur- 
rents of any frequency in the com- 
mercial speech band extending to 3000 
cycles per second would probably 
answer most needs, and that the 
higher frequencies would be studied 
by the cathode-ray oscillograph. But 
almost as soon as members of the 
Laboratories became accustomed to 
the convenience of the new instru- 
ment they began complaining that it 
was not good enough. One wanted to 
see what went on in the 4800-7600 
cycle carrier band in his apparatus; 
why did the oscillograph have to stop 
at 3000 cycles? Another wanted to 
push a button on the front of a panel 

*REcorD, August, 1930, p. 580. 
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and see what happened on the oscillo- 
graph back of the row of racks, and 
he couldn’t be on both sides at once. 
Still another wanted to watch a wave 
which was supposed to be continuous 
but sometimes wasn’t, without using 
a mile of paper in the process. 

First we tried shortening the string 
of the oscillograph galvanometer and 
pushed its frequency up to 6000 
cycles, when we happened to have a 
good batch of wire. This required a 
lens of greater magnification in order 
to get the same deflection as before on 
the paper, which meant a thicker 
string image and less light where we 
needed more; and we could use only 
two strings where some customers 
wanted four or six. 

Then we enlisted the help of mathe- 
matics. E. L. Norton designed a net- 
work which would equalize the 6000- 
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cycle string up to gooo cycles. The 
network served as long as we had the 
spool of wire which was used in the 
galvanometer in obtaining the char- 
acteristics to be equalized, but un- 
fortunately the wire on the next spool 
was so soft that it couldn’t be 
stretched to a frequency of 6000 
cycles. A new equalizer had to be de- 
signed, based on a natural frequency 
of 4500, and improved design let us 
push the range to 10,000 cycles. 
Strings in an oscillograph used by a 
dozen different engineers break in a 
dozen mysterious ways, and soon that 
spool of wire was gone. The next wire 
was nice and strong, and could be 
pulled to 8000 cycles, but its resist- 
ance was twenty-five per cent higher 
than the first lot and wouldn’t fit 
either equalizer. 

After obtaining a dozen or so 
batches of wire, we found that we 
could never expect it to be the same 
twice in succession. Making duralu- 
min wire 0.0008 inch in diameter is no 
snap, but we must have it, low in re- 
sistance, high in tensile strength, free 
from tight curls and uniform in all 
respects. Apparently the problem of 
improving the frequency range of the 
oscillograph reduced itself to finding 


out how to make fine duralumin wire. 


Fig. 1—In the galvanometer of the six-string oscillograph, 
the six strings pass across a small hole in the pole piece, 
through which light shines to form their images on the light- 


Sensitive tape 
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The metallurgists in the Chemical 
Laboratories could heat-treat dura- 
lumin and draw it down to 0.001 inch, 
but their draw bench ran at too high a 
speed for smaller sizes, and dust 
caused by the remodeling of Section H 
of the Laboratories building inter- 
fered with their work. 

A draw bench was built by E. Lund 
at the Canal Street branch of the 
Laboratories, according to designs by 
A. E. Melhose, who then tried to find 
out how to tease the wire made by 
H. T. Reeve’s group down to 0.0008 
inch. We began to wonder what dur- 
alumin was: why one sample would 
draw quite easily, but be weak and 
low in resistance, and another sample _ 
from the same ingot would draw with 
great difficulty but turn out strong 
and high in resistance. In a series of 
experiments, J. W. Nalencz heat- 
treated and drew down to 0.002 inch 
several different alloys all called dur- 
alumin which were then drawn to the 
final size and tested in the oscillo- 
graph by A. E. Melhose. We finally 
found that one alloy, when heat- 
treated exactly thus and so, and 
drawn at a certain speed and no faster 
(deadly slowly as a matter of fact) 
would come out straight and strong 


and low in resistance all at the same © 


time, if the dies were 
absolutely clean and 
the wire wasn’t al- 
lowed to oxidize be- 
tween passes at the 
small sizes. 

At first it was rare 
for a piece a foot long 
to get through the die 
without breaking, and 
each break required 
that the end of the 
wire, already thinner 
than the finest needle 
point, be ground down 
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to a long point and pushed through a 
hole, visible only with the aid of a 
microscope, in a diamond die. Later 
the technique was improved until the 
wire would often run a hundred feet 
without a break, and eventually two 
thousand feet of uniform wire were 
stored under an evacuated bell jar. 

Careful inspection of the older sam- 
ples showed spontaneous breakages of 
the wire on the spools, and the micro- 
scope showed localized corrosion, ac- 
companied by the formation of min- 
ute white crystals. The corrosion of 
the purchased wire, wound on mold- 
ed bakelite spools, was considerably 
worse than on the turned spools we 
had made ourselves. The trouble was 
evidently due to some chemical in the 
molding compound, and the remedy 
was to rewind all the wire on alumi- 
num spools. 

At first the demand for this wire 
was quite active, but it fell off as soon 
as all the oscillographs were supplied. 
The new wire, being two or three 
times as strong as the old, was much 
less likely to be broken. 

Setting out to design equalizers, we 
had to learn wire-drawing, but now 
with a supply of uniform wire we could 
go ahead. The natural frequency of 
the first oscillograph galvanometers 
was 3200 cycles, all the old wire 
would permit. Experiments showed 
that it was not wise to attempt to 
equalize the string much beyond two 
and one-half times its natural fre- 
quency, since some peculiar effects 
occur in the neighborhood of the third 
multiple of the string’s fundamental 
frequency, where the sensitivity varies 
with amplitude. The new wire would 
permit a natural frequency of 4500 
cycles with a good margin of safety, 
and Messrs. Norton and Wood de- 
signed a new equalizer which gave a 
flat characteristic up to 10,000 cycles, 
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to be used with the standard three- 
string galvanometer and optical sys- 
tem. The light, the developer and the 


Fig. 2—A record being inspected, as the 
oscillograph takes it, by T. L. Tuffnell 


maximum paper speed of the oscillo- 
graph are inadequate for the higher 
frequencies. 

The new equalizers relieved us of 
one source of complaints, the voice- 
frequency engineers. The power re- 
quired for an oscillogram—about sixty 
milliamperes in eight ohms, or about 
thirty milliwatts—could be obtained 
from a reasonably simple amplifier. 
But it was another story with those 
who wanted to go all the way down to 
direct currents, in studying the con- 
tact chatter of some relays, for ex- 
ample. The best low impedance vac- 
uum tube then available, the Western 
Electric 275A, could not give more 
than ten milliamperes direct-current 
output without troublesome distor- 
tion. An amplifier with six 275A tubes 
in the output stage, even if one were 
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Fig. 3—This oscillogram of an experimental telegraph repeater system shows (1) the 
sending voltage, (2) the current at the output of the first 100-mile line, (3) the current 
at the input of the second line, (4) the disturbance (amplified) which it creates there 
across a telephone circuit at the composite set, (5) the current in the winding of the 
receiving relay, and (6) the current in the receiving subscriber’s loop 


available, would be rather awkward, 
since a quarter ampere of plate cur- 
rent must be supplied at about 200 
volts from a battery which must be 
insulated from ground and thus can- 
not be a plant B-battery. Some alter- 
native had to be found. 

The equalizers work by taking a 
strong, complicated input current and 
attenuating the lower frequencies to 
make the deflection of the equalized 
oscillograph linear with frequency. An 
amplifier supplying the signal has to 
pass the currents of the lower fre- 
quencies which are later on discarded. 
A possible alternative to the use of the 
equalizer and linear amplifier is the 
use of two amplifiers in parallel: a 
linear one supplying the direct and 
low-frequency currents, and one for 
the higher frequencies whose output 
increases with frequency. Such an 
amplifier was built and worked as 
expected. 

A simpler method of producing the 
same result was then developed by Ira 
E. Wood and Ira E. Cole, who de- 
signed an amplifier output circuit in 
which the oscillograph galvanometer 
was equalized by the usual resonant 
shunt up to its natural frequency, the 
amplifier being linear with frequency 
so far, but was equalized beyond this 
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by the circuit which coupled the plates 
of the amplifier output stage to the 
string. That circuit* is like an auto- 
transformer in several sections: for 
low frequencies it is a simple direct 
connection, but as the frequency in- 
creases, its effectiveness increases. It 
allowed us to reduce our hypothetical 
six-tube output stage to a real two- 
tube stage, and the design of a direct- 
coupled first stage of voltage amplifi- 
cation was comparatively simple. Our 
troubles will start when someone 
needs such a sensitivity for direct 
currents that two direct-coupled stages 
must be put ahead of the output stage. 

Considerable work was done before 
the equalizing amplifier was considered 
safe for general use in the laboratory. 
A pair of thermal delay-relays pre- 
vents the oscillograph string from 
being connected to the amplifier while 
the filaments are heating, and a cage 
with a door switch prevents curiously 
inclined people from adjusting the 
interstage coupling circuits or tapping 
the grid connection of the first-stage 
tube while the string is in circuit. The 
probability of breaking the string is 
reduced by the proportioning of the 
output circuit. 


*For which a patent was issued to W. R. Bennett 
last spring. 
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A pair of these amplifiers with all 
their batteries mounts on a six-foot 
portable relay-rack and extends the 
range of the oscillograph to 10,000 
cycles with voltage inputs into im- 
pedances of several values from 100,- 
ooo ohms to three megohms. The 
signal voltage required is from three- 
tenths volt to a hundred volts, de- 
pending on the dial settings; the am- 
plifier is not intended for use as a 
voltmeter on circuits of very high 
impedance. The transformer input 
gives negligible phase and frequency 
distortion from 50 to 10,000 cycles 
and requires only two-tenths milli- 
ampere into twenty ohms for the 
usual oscillogram. 

Neither the rapid record oscillo- 
graph nor the amplifier may safely be 
connected in circuits on the high side 
of an inductance through which cur- 
rent from a grounded battery is to 
be made and broken. The voltage to 
ground in such a case will often 
reach 1500 volts, causing a spark to 
pass from the string to the pole face, 
only four-thousandths inch away, and 
burning off the string. Most of the 
mysterious cases of string breakage 
are due to this simple trouble. For 
example, in studying the wave shape 
of the current in a relay attached to a 
plant battery, the string must be con- 
nected between relay and battery, not 
between relay and circuit. It is also 
unsafe to connect one string on the 
high side of a positive-grounded —130- 
volt telegraph battery, and another 
on the high side of a_negative- 
grounded +130-volt B-battery. If the 
strings are deflected by the signal so 
that they touch or pass, they are 
quite likely to pull together and burn 
off. The safest practice is to arrange 
the circuit so as to keep all strings as 
close to ground potential as possible. 

Making an oscillogram from a dis- 
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tance was readily made possible by 
replacing the hand lever which starts 
and stops the paper by a simple 
solenoid actuated through a relay and 
a push button. The latter may be re- 
placed by an ordinary relay controlled 
from any distance. For about a year, 
for instance, things occurring in ex- 
perimental apparatus in the trans- 
atlantic radio control room at 32 Sixth 
Avenue have been recorded on an os- 
cillograph at the West Street building 
of the Laboratories, controlled from 
Sixth Avenue. 

The new feature of the visual at- 
tachment designed for the rapid 
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Fig. 4—The new amplifier for use with the 
rapid record oscillograph, being operated by 
A. E. Melhose 
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record oscillograph is that it uses only 
that part of the light beam which is 
wasted anyway. This permits an os- 
cillogram to be recorded while it is 
being watched on the screen of the 
revolving mirror, and a change in a 
wave which occurs only occasionally 
may be watched for and caught on the 
paper when it does happen, if its du- 
ration is not less than a few tenths of a 
second. 

We still had to take care of the tele- 
graph engineers who complained that 
the sensitivity of the oscillograph was 
too low for studies of things such as 
the “Morse metallic” circuit unless an 
amplifier was used. As they were con- 
tent with a record of the signal fre- 
quencies from zero to 1000 cycles, it 
was a simple matter to lengthen the 
string and reduce the tension. 

A model with six strings would 


satisfy the demands of those interested 
in records of many things at once. It 
could be used in the “sound ranging” 
of artillery shells. It would also be 
helpful in locating oil pools under- 
ground by the method which uses the 
fact that oil and a “dome” of rock 
salt occur together. A charge of dyna- 
mite is set off in the ground at one 
side of the suspected area, and the 
arrival of the explosion wave through 
the ground is picked up by six micro- 
phones buried at various locations. A 
difference in the rate of travel of the 
wave along the six radii gives a clue 
to the location of the rock salt. In the 
Laboratories the six strings have 
proved very useful. In the study of a 
telegraph repeater, for instance, it is 
possible to record almost everything 
which happens at both terminals and 
the intermediate station. 


“Signals and Speech in Electrical Communication” 


It is a commonplace in industrial research that no invention, and especially no elec- 
trical contrivance, is ready for the public until it is “‘fool-proof,” that is, until any fool 
can operate it and no fool can easily misuse it. Thus we have come to accept the dial 
phone, transatlantic telephony, and the radio as casually as we do sunshine, or the 
processes of digestion—except that they do not get out of order nearly so often. 

There are those, however, who retain a curiosity as to how they work. This expost- 
tion 1s not easy, for it usually includes not only a large mass of fundamental science but 
also a record of prodigious research by thousands of highly trained scientists. The 
research bulletins of the Bell Telephone Laboratories alone fill many a long shelf. From 
this mountain of applied science Fohn Mills has in this book selected sixteen rather 
crucial subjects for lucid discussion with the layman. 

No one.is better qualified for the task. His “Within the Atom” was one of the first 
books to open that field to the public and has been a model for twenty years. Now he 
manages to make simple such important but complex subjects as scrambled speech, 
multiple telephone circuits, the electric eye, television and the fascinating story of why 
both long-distance telephony and radio transmission have become as perfect as they are. 
It is all so neatly done that the book, like the inventions, is practically fool-proof. 

From a book review by Gerald Wendt in The Herald Tribune (New York), November 18, 1934. 
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Galvanometry in Vacuo 


By W. B. ELLWOOD 
Special Research 


Y its association with the 

science of hurling missiles, the 

word “ballistic” describes a 
certain type of galvanometer very 
graphically. When a charge of elec- 
tricity is shot through such a gal- 
vanometer, the instrument measures 
the amount of that charge. Theo- 
retically, indeed, the more nearly the 
charge is compressed into a single 
projectile-like packet, the more ac- 
curately the galvanometer will meas- 
ure it. 

Practically, of course, the charge 
flows through the galvanom- 
eter during a small but ap- 
preciable period of time. Its 
passage constitutes a pulse of 
current, and it is the task of 
the galvanometer to integrate 
or sum up the instantaneous 
current values of this pulse 
and indicate the result of this 
integration accurately in its 
deflection. The galvanometer 
accomplishes this best if its 
period of swing is so long that 
the charge has completely 
passed through it before it 
begins to move appreciably. 

Such a galvanometer forms 
a convenient means for study- 
ing the magnetic properties of 
materials. A sample of a ma- 
terial is placed in a magnetic 
field and a suitable coil about 
the sample is connected to the 


which it had established in the mate- 
rial cuts through the coil, inducing a 
voltage in it which drives a charge of 
electricity through the galvanometer. 
The galvanometer reading is thus a 
measure of the flux which the field had 
established, and such readings can be 
used, together with the known values 
of the field strengths, as a basis for 
drawing the familiar curves relating 
field strengths to the fluxes they 
produce. Because of the low field 
strengths and fluxes frequently uti- 
lized in communication apparatus, 


galvanometer. When the field Fig. 1—In the new ballistic galvanometer, the 


is suddenly removed or re- 
versed, the magnetic flux 
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moving element is a fine coil suspended in a highly 


evacuated glass tube 
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the investigation of magnetic ma- 
terials in these Laboratories requires - 

: unusually sensitive and accurate meas- 
uring equipment. 

Ballistic measurements can be made 
with suitably constructed galvanom- 
eters of either of two general types; S 
that in which the charge passes © 
through a fixed coil and the resulting 
magnetic field moves a permanent 
magnet, or that in which the charge 
passes through a movable coil and the 
induced field reacts with the field of a ; 
fixed magnet to move the coil. For 4 ’ i _—, 
measurements on magnetic materials 200908 
at low flux densities, the moving- oooo08 
magnet type can be made amply sen- 
sitive, but it is inaccurate because it 
cannot readily be shielded from the 
effects of external fields and does not 
accurately integrate pulses of current 
of appreciable duration. Commercial 
moving-coil galvanometers, on the 
other hand, while better integrators, 
are still inadequate both in this re- 
spect and in sensitivity for extremely 
delicate measurements. M 

Fortunately there is a principle, 
stated by Maxwell, whereby the ef- 
fective sensitivity of a ballistic gal- 
vanometer can be considerably in- 


creased; and the application of this, \\ 
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together with other principles tending 
to improve both the sensitivity and 
the accuracy of integration, are em- 
bodied in a new moving-coil galva- 
nometer recently developed in these 
Laboratories. The principle is that, if 
the charge to be measured can be 
sent repeatedly through the galva- 
nometer, timed in proper relation to the : 
natural period of its swing, the am- ' 

plitude of the swings will increase to a Kae 


steady value which is proportional to 
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Fig. 2—In the new ballistic galuanometer a moving coil, 
carrying the pulse of current to be measured, turns in a 
magnetic field which is produced by a pair of Helmholtz coils 
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the charge and which is greater the 
smaller the damping. Air damping is 
eliminated by suspending the moving- 
coil in a vacuum, and elastic hystere- 
sis in the suspension is minimized by 
the use of a flat tape so thin as to 
approach a bifilar suspension in its 
properties. By avoiding the use of 
metal in the neighborhood of the coil, 
eddy currents and hysteresis losses in 
the galvanometer are also minimized, 
and the accuracy is correspondingly 
improved. 

The construction of the galvanom- 
eter is shown in simplified form in 
Figure 2. The moving-coil C, two 
centimeters in diameter, consists of 
thirty-six turns of enameled wire, held 
together by enamel. It can be clamped 
or released by the glass hooks H and 
the wire W, which expands when 
heated electrically, and can be set at 
any azimuth by the magnetically con- 
trollable armature A. The mirror M 
is a gold-plated glass strip, perpen- 
dicular to the coil and attached to it 
by an isolantite saddle. The upper 
suspension, attached to the coil by a 
bit of metal held in a similar saddle, is 
a flat strip of copper only three- 
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thousandths millimeter thick and 
less than one-tenth millimeter wide, 
and a similar strip coiled into a spiral 
forms the lower suspension. Copper 
was chosen as the material presenting 
the best combination of low resis- 
tivity and low coefficient of internal 
friction. 

All these parts are supported on a 
glass stem sealed into a glass tube 
which was baked, exhausted, and 
sealed at an extremely low pressure.* 
Since the baking temperature of the 
assembly is limited by the suspension 
fiber to 100 degrees Centigrade, the 
coil and tube were prebaked at 300 
degrees. A transparent conducting 
film of gold G, connected at one 
terminal of the suspension and 
grounded, affords electrostatic shield- 
ing. A pair of large Helmholtz coils 
outside the tube provides the neces- 
sary field in which the coil turns. The 
strength of the field is about forty 
oersteds when the coils are connected 
to a 135-volt battery. The whole in- 


*About 10-5 mm. Hg. There is no advantage in 
evacuation unless it is carried to the point where 
the mean free path of the gas molecules is compar- 
able to the diameter of the coil. 
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Fig. 3—Every time the galvanometer coil swings through its zero position, a beam of 

light acts through a photoelectric cell to reverse the current through the primary winding 

of the transformer under test, and thus passes another pulse of current through the 
galvanometer, in a direction tending to increase its swing 
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measurement. The ul- 
timate deflection is 


100 4 
80 


about thirty-three 
times the initial deflec- 


tion. It is important 
for the accuracy of the 


final reading that the 


successive impulses be 
accurately timed to 
occur while the coil is 


GALVANOMETER DEFLECTION IN MILLIMETERS 


passing through its 
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Fig. 4—There is a definite external field strength at which 
the deflection of the galvanometer will be a maximum 


strument is mounted on a vibration- 
absorbing suspension. 

Outside the tube a light source and 
a photoelectric cell are so placed, be- 
hind slits, that the mirror reflects a 
beam of light into the photoelectric 
cell when the galvanometer is unde- 
flected, as shown in Figure 3. The 
magnetic material to be investigated 
is made up into a toroidal trans- 
former, whose secondary winding is 
connected to the galvanometer and 
whose primary is connected to a bat- 
tery through a reversing switch. When 
the switch is operated, the flux 
through the transformer core is re- 
versed and a momentary voltage is 
induced in the secondary winding, de- 
flecting the galvanometer. When the 
coil swings back through its zero 
position, the photoelectric cell receives 
a light impulse and acts through an 
amplifier and relays to throw the 
switch and reverse the flux again, 
passing another momentary current 
through the galvanometer in a direc- 
tion tending to increase its swing. 
Once started, the instrument can be 
left to operate in this fashion until, iz 
about a half hour, the deflection has so 
nearly reached its ultimate value that 
it can be satisfactorily taken as the 
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zero position. 

The deflection of 
such a galvanometer is 
limited by both elec- 
trical and mechanical 
factors. Of the latter the most im- 
portant are the viscous drag of the 
air and of the coil suspension, which 
have been reduced by evacuation 
and by the use of a thin tape sus- 
pension. As for the electrical factor, 
it can be shown that there is a re- 
lation connecting the deflection of 
the coil with the number of turns 
of wire in it, the area enclosed by it, 
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Fig. 5—Wéith the new galvanometer it has been 
possible to measure the fluxes produced in 
iron-dust cores by very weak fields, carrying 
the investigation into flux ranges far lower 
than those of Rayleigh’s classical researches 
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its resistance, the strength of the 
fixed field, and the sum of all other 
damping factors. After the galvanom- 
eter has been constructed, all these 
features are constant except the 
strength of the field produced by the 
Helmholtz coils, and there is a certain 
strength at which the deflection will 
be a maximum for all measurements, 
as shown in Figure 4. 

The galvanometer is actually operat- 
ed at a field strength somewhat higher 
than the optimum, in order to reduce 
the time constant of the galvanometer 
so that the swings will increase in am- 
plitude sufficiently rapidly to permit 
readings within a reasonable time. 
The period of the swings remains 
sufficiently long to fulfill the classical 
requirement for accuracy of integra- 
tion: that the charge to be measured 
should pass through the galvanometer 
before it moves appreciably. Within 
the half hour ordinarily consumed in a 
measurement, the galvanometer exe- 


cutes about a hundred swings and the 
deflection reaches about ninety-nine 
per cent of its ultimate value. Calibra- 
tion shows the response of the galva- 
nometer to be strictly linear: always 
proportional to the amount of the 
charge which has passed through it. 

The qualities of the new galvanom- 
eter have made it almost indispensable 
in magnetic measurements where the 
available change in flux is small. The 
curve of field against flux for the 
toroidal iron-dust core of a loading 
coil, shown in Figure 5, is an example 
of its utility. The flux densities 
measured range seven-thou- 
sandths gauss down to the extraor- 
dinarily small value of two ten- 
thousandths gauss. Accurate measure- 
ments at these extremely low flux 
densities aré only made possible by 
the fact that the sensitivity of the new 
galvanometer is some 135 times that 
of the galvanometers previously used 
in these Laboratories. 
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A Portable Public Address System 


By A. F. PRICE 
Special Products Development 


ACKING the shouts of a giant 

in a suitcase is a feat which was 

placed within reach of all several 
years ago, when the 13A Public Ad- 
dress System was developed by these 
Laboratories and made available by 
the Western Electric Company. Cer- 
tain auxiliary units have now been 
developed which add considerably to 
the flexibility of the system. 

The system provides adequate am- 
plification for medium-sized halls and 
small outdoor gatherings. Amplifier, 
loud speaker, control units, case and 
connections weigh altogether about 
seventy pounds. To make its con- 
venience complete, the system is ar- 
ranged for operation on the regular 
alternating current power supply of 
115 volts at 60 cycles. 

Some of the equipment used in the 
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system has already been described in 
the Recorp. The three-stage ampli- 
fier, and the loud speaker of the 
dynamic cone type, permanently 
housed in the case, are the same, ex- 
cept for minor modifications, as those 
used in the portable sound picture 
system for sixteen-millimeter film.* 

One of the available control units, 
the 10B for the input end, contains a 
network through which transmitter 
current for a lapel microphone? is ob- 
tained from the rectifier supplying 
plate voltage to the amplifier. The 
gain of the system can be adjusted by 
a potentiometer connected to the 
control unit by a thirty-foot cord. 

When the speaker arrives at his 
meeting, he need only set the case in 


*RECORD, August, 1932, p. 417. 
TREcorD, Fanuary, 1932, p. 170. 
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a convenient place, plug into an elec- 
tric lighting line, clip the microphone 
on his lapel, step up on the platform 
and begin talking in his ordinary tone. 
The cord from the microphone gives 
him thirty feet of free movement, a 
great advantage when using stereop- 
ticon or other illustrations. By the 
volume control it is possible, when 
necessary, for an attendant seated 
as far as thirty feet from the 
loud speaker to adjust the amplifi- 
cation. 

In order to use more than one lapel 
microphone, another control cabinet 
(the 718A) can be obtained which pro- 
vides ready means for switching into 
the circuit any one of from two to five 
microphones. The cabinet is so de- 
signed that clicks due to connecting 
and disconnecting microphones are 
not transmitted through the system. 
Its use obviates the necessity of re- 
moving the microphones from 
speakers’ lapels or altering the cord 
connections when a number of 
speakers use the system. 

Another control unit (the 21A) is 


Fig. 1—Removing the rear cover of the carrying case reveals 
the compact arrangement of apparatus within it, including 
the shelf for the long cords at the top and the rack for spare 


tubes at the left 
January 1935 


Amplifier, loud speaker, control units, case 
and connections weigh altogether about 
seventy pounds 


similar to the 10B ex- 
cept that it also pro- 
vides switching facili- 
ties to permit the use 
of any one of three 
transmitters: one lapel 
microphone and two 
600A stationary broad- 
cast transmitters of 
the push-pull carbon- 
button type. This unit, 
in addition to making 
possible the use of sta- 
tionary transmitters 
for public address, will 
be found valuable for 
auditions in broadcast 
studios and for remote 
pick-up of broadcast 
or other programs. 
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When using this equipment as a 
remote pick-up, another control unit 
(the 22A) for the output end is avail- 
able for connecting the system to 
wire lines and so transmitting the 
program to a broadcast station or 
other point. This unit gives facilities 
for using the loud speaker in the case 
for monitoring purposes, and at the 


same time supplying a portion of the 
amplifier output to either of two lines. 
A volume indicator and a potenti- 
ometer permit adjustment of the 
energy level supplied to the lines. The 
amplification of the system as a whole 
can be adjusted as before at the input 
end. Like the input units, this output 
unit fits into the carrying case. 


Testing a vacuum-tube circuit designed to transfer the load 

from the main ringing machine to a second machine in the 

event of low or high voltage at the ringing panel or upon 

failure of a brush in the ringing machine. Readings being 

taken by E. E. Helin of the Equipment Development section 
of the Systems Department 


2 
3 
| 
| 
| 


Contributors to This Issue 


Harvey FLETCHER received his under- 
graduate degree from Brigham Young 
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1916 he came to these Laboratories, un- 
dertaking the investigations of speech 
and hearing which have made him one of 
the foremost authorities in this field. For 
many years he was, as Acoustical Re- 
search Director, in charge of groups oc- 
cupied in studying the many aspects of 
sound, including the development of 
methods for aiding those who hear with 
difficulty. At the present time, as Physical 
Research Director, his supervision covers 
research work in acoustics, electronics, 
magnetism, and vibrating systems. 
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There he received the M.A. degree in 1926 
and the Ph.D. degree in 1933. Mean- 
while, in 1930, he joined the magnetics 
research group in these Laboratories, and 
engaged in studies of the magnetic prop- 
erties of materials at very low field 
strengths. More recently he has been oc- 
cupied with similar studies of magnetic 
properties at very high field strengths. 


W. D. VoELKER graduated from Cor- 
nell University with the degree of Elec- 
trical Engineer in 1929 and at once joined 
the Technical Staff of these Laboratories. 
Here with the Telephone Apparatus De- 
velopment Department he first worked on 
the design of electrical measuring ap- 
paratus. At the present time he is en- 
gaged in the design of power transformers 
and retard coils. 


A. M. Curtis left Heffley Institute in 
Brooklyn to ship as a wireless operator 
for the United Wireless Company. In 
1910 he became chief operator, inspector, 
and installer for the radio systems of the 
Brazilian shipping company, Lloyd Bra- 


W. D. Voelker 
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zileiro. Two years later he went up the 
Amazon River on an exploring expedition 
of the Brazilian Department of Agricul- 
ture, with the job of keeping in radio 
communication with the base. He joined 
the Western Electric Company the fol- 
lowing year and in Ig15 was in Paris for 
the Arlington-Paris radio-telephone tests. 
Two years later he joined the Signal 
Corps, becoming a Captain in charge of 
the inspection section of the Division of 
Research and Inspection in Paris. In 1919 
he returned to these Laboratories to en- 
gage in the development of systems for 
telephone communication over submarine 
cable, in which the provision of suitable 
recording oscillographs has been of the 
greatest importance. He now heads a 
group devoted to the development of sub- 
marine cable apparatus. 


AFTER RECEIVING his B.S. degree from 
- Catholic University in 1925, C. C. Hip- 
kins entered the Laboratories and for 
two years worked on the testing of cable, 
condenser and impregnated papers, 
coated fabrics and various insulating 
materials. Since 1927 he has been oc- 
cupied with the investigation of organic 
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finishing materials. He has contributed 
to the development of apparatus and 
methods of testing finishes, and to the de- 
sign of finishes used on various telephone 
equipment. 


AFTER AN early three-year connection 
with these Laboratories as a_ physical 
laboratory assistant, A. F. Price went to 
Brooklyn Polytechnic Institute, where he 
received the E.E. degree in 1917. For 
two years thereafter he was in France as 
a member of the research division of the 
U. S. Signal Corps, and on his return 
came to West Street, becoming one of the 
supervisors in a group through which 
passed the manufacturing specifications 
issued by the Laboratories. In 1925 
he transferred to the special products 
group where he took charge first of 
field work on power-line carrier tele- 
phone equipment, and later of the me- 
chanical design on such projects as 
picture transmission, transatlantic radio, 
and sound pictures. For the past five 
years he has had charge of a group de- 
voted to the electrical design of public 
address, program distributing, and naval 
announcing systems. 
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